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Third National Bank. 
Buffalo, N.Y. 
June 4, 1886 


Director of the Mint 
Philadelphia, Pa. 


Dear Sir 


Can we obtain one or two hundred dollars in one dollar gold pieces from the Mint; if so 
will a certificate of deposit from the Asst. Treas. U.S. in N.Y. be required to pay for the same or 
will a certificate of a United States Depository answer the same purpose. 


An early reply will oblige, 
Respectfully Yours 

N. Rochester 

Cash. 


